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CONFIDENTIAL CAIRO 1869 

E. O. 11652: GDS 
TAGS: PFORXF 

SUBJECT: REPORTED PLO AGREEMENT TO EGYPTIAN 
INITIATIVE ON PALESTINIAN STATE 

REF: BEIRUT 7322; CAIRO 1849 

1. WE HAVE BEEN TOLD BY FRG EMBOFF THAT ACCORDING TO 
SAID KEMAL, SECOND MAN IN PLO CAIRO OFFICE, ARAFAT 
AND PLO ARE IN AGREEMENT WITH ZAYYAT PROPOSAL FOR 
SEPARATE PALESTINIAN STATE. BUT DO NOT WISH TO 
ANNOUNCE THIS POSITION. KEMAL, WHO SAW FRG EMBOFF 
JUNE 22, ADDED THAT PLO VIEWED ALMOST ANY IDEA OF 
PALESTINIAN STATE FAVORABLY, ALTHOUGH IT WAS A DEAD 
ISSUE SINCE ISRAEL WOULD NEVER AGREE TO IT. 

2. KEMAL MADE ONE OTHER REMARK OF INTEREST, TO 
EFFECT THAT GOE WAS NOW TRAINING PALESTINIANS 
MILITARILY. KEMAL DID NOT GIVE NUMBER OF TRAINEES, 
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NOR IDENTIFY WHAT ORGANIZATION THEY BELONGED TO. 
WILEY 
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